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lL. WIKSIC + TITOGRAD HR Line, 55 km long, is a Single+track 
narrow-gauge (probably 760 mm) line. Built from asril 1947 
to Juiv 1948 and opened on 13 July 1948, bridszes, tunnels and 
dams mest requirements of a standard-gauge line. ‘This line 
und the connecting lizes are scheduled to be converted to 
stancord-gauze lines, about half the line runs through 
mountainous terrain ond has steep srades ana several tunnels. 
.'do0den ties; sand was used for the subgrade. 


20 @ Bridges 


“pout 6 km from WIKSIC, 28 bridse across Zeta iver 
(see Annex 1) use a 
me bi about 80 m; width: 7.20 m.; 4 conerete piers; conerete 
_ abutments; 5 syans of 14 m each; superstructure: conerete 
girder structure. 
Notes ‘hio bridse is up .to the requireme:its of a standard- 
gaucse line, however, at present operated as narrowecauce line. 


LIROGRAD, RR bridse across ‘ioraca tiver (see annex 2) 
Length: about 110 m; 1 cuncrete pier; conerete abutments ; 

2 spans of 41 m each; superstructure: steel girders, 
This bridle meets requirements of a Stanuardegauve Line, but 
at prescnt is operated as narrovesauge line. 


2ITOG RAD, Ad bridse acrous slbnica diver 
Length: 30 m, conerete structure, 
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BUDUS, tunnel, 1,262 m lon, cuonerete-lined. 


SlWBICA, 5 tunnels: 
ist tunnel, 52 m lon, purtly lined with ecnerete 
ed tunnel, 80m lonm;, partly lined with eonercte 
ra tunnel,11iG m lon;, partly lined with conerete 


_bOVIJA, tunnel, 65U m long, partly lined with concrete 
basi. VUoA, tunnel,119 m long, partly lined with cconerecte 
euiikIVa GUEDA, tummel 440 m long, portly lined vith conerete— 
VotucG, tunnel 60 m long, partly lined sith. cunerete 
“we LOKUSUVIC, tunnel, 145 m long, partly lined ~ith conerete. 


2 4. LExes s 1) RR bridge eerous the Zeta tiver 
2) in Bridse acrovs the Wloraca viiver, 
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